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Installation and Maintenance 


TABLES USED WITH 81C1 TELETYPE- 
WRITER SWITCHING SYSTEM 


WIRING DIAGRAM 
115 AND 119-TYPE TABLES 


1, GENERAL 


1.01 This section gives the wiring diagram of 115C and D 
tables and the 119B, C and D tables. 


1,02 Fig. 1 shows the wiring diagram of 115C and D tables, 
Fig. 1 is based upon BR-214639, Issue 1 


1.03 Fig. 2 shows the wiring diagram of the 119B, C and D 
tables. Fig. 2 is based upon ESR-70224, Issue 2. 
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Fig. 1—115C and D Tables 


Fig. 2—119B, C and D Tables—Diagram of Connections 
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